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* Calculus: A branch of Mathematics.
Other Achievements
Worked as a Professor of Mathematics at the age of 27 in
Trinity College. In 1703, he was elected as President of the
Royal Society and re-elected every year until his death. In
1705, he was knighted by Queen Anne.
Newton deserved the three letters 'New1 in his name, by
virtue of his inventions. His thinking was always new. By
definition, Newton is a person who is new in his ideas [Cf.
simpleton].
He died on March 20, 1727 in London. He was buried in
Westminster Abbey, a prerogative for selected few. Though
dead, he is immortal.